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BUREAU OF STANDARDS JOURNAL 
OF RESEARCH 

There has just been issued the first 
number of a new monthly periodical, the 
“Bureau of Standards Journal of Re- 
search.” This journal continues the 
publication of the two series of research 
papers heretofore issued — “ Scientific 
Papers” and “Technologic Papers.” 
Forty-four volumes (22 of each of the 
two superseded series) have been pub- 
lished, comprising 942 research papers 
(572 on fundamental and 370 on applied 
science). 

The new journal will contain the bu- 
freau’s research papers and critical re- 
views in the fields of science and tech- 
nology. These will be comparable in 
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Qualification testing of dry cells. 
Testing of standard weights. 
Revised specification for 
fencing. 
Simplified practice recommendation for 
ice cake sizes. 
Better quality and lower price. 
Progress in simplified practice. 
Some recent activities of the 
mercial standards group. 
Cast iron for enameling purposes. 
Rating commercial automobiles. 
Vapor lock in airplane fuel systems. 
Effect of relative humidity and tem- 
perature upon the physical properties 
of vulcanized rubber compounds. 
New and revised bureau publications 
issued during July, 1928. 
Recent appearing 
publications. 


woven-wire 


com- 


articles in outside 


interest and importance with the scien- 
tific and technologic papers already is- 
sued. The union of pure and applied 
science in one journal will, it is believed, 
tend to shorten the lag between discov- 
ery and its application. 

Everyone engaged in scientific or tech- 
nical work should have available for 
current use and permanent reference this 
new research journal. The paper page 
size is 5% by 9% inches, and each vol- 
ume (semiannual) will be indexed. A 
cumulative consolidated index will be 
included in the bureau’s list of publica- 
tions as heretofore. 

The subscription rate is $2.75 in the 
United States, Canada, Mexico, or Cuba, 
and $3.50 per year for other countries. 
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The price of single copies is 25 cents 
domestic and 31 cents foreign. Remit- 
tances must be sent to the Superintend- 
ent of Documents, Government Printing 
Office, Washington, D. C., NOT to the 
Bureau of Standards. 

Shortly after each month’s journal is 
published reprints of the separate arti- 
cles contained may be purchased from 
the Superintendent of Documents. 


PROPERTIES OF HEAVY 


CLAYS 


PHYSICAL 


In connection with the heavy clay in- 
vestigation being conducted at the Co- 
lumbus branch of the bureau, a series of 
experiments was carried out to ascertain 
the pressures required to extrude the 
several shales and clays through dies. 
The pressure required to cause continu- 
ous flow of the material through a die 
of 14-inch diameter was determined at 
four different percentages of tempering 
water for each of the shales and clays, 
the values being obtained for two differ- 
ent finenesses of grind; namely, as 
ground in a commercial 5-foot dry pan, 
and as ground in a ball mill for about 16 
hours after dry panning. The data were 
plotted into curves from which the ex- 
trusion pressures could be obtained at 
the water concentration previously found 
to be necessary for properly tempering 
when the small auger machine was used. 
These values are shown in the follow- 
ing table. 

Attention is called to the fact that the 
ball-milled shale samples required con- 
siderably more pressure than the com- 
mercially ground samples, the values 
averaging 117.9 and 25.9 lbs./in.’, respec- 
tively, when using the same percentages 
of water. This is to be expected, be- 
cause with a marked increase in fineness 
of grain greater amounts of water are 
required for property tempering. In the 
case of the glacial and alluvial clays, the 
effect of ball milling was not very clear- 
cut because of the extreme fineness of 
these clays even when commercially 
ground. However, in general, a decrease 
in grain size is accompanied by a de- 
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crease in extrusion pressure when prop- 
erly tempered, this being probably due 
to lessened friction. This is shown by the © 
fact that even when using the same per- ; 
centages of water, the average pressures 
for the commercially ground and ball 
milled glacial clays are 56.2 and 54.7, 
respectively. In the case of the alluvial 
clays, the average pressures for the com- 
mercially ground and ball milled samples 
are 85.1 and 82.4, respectively. 

Slight variations in water content 
greatly affect the extrusion pressures. 
Thus, it is evident that in the industry 
great fluctuations in the power required 
for the pug mill and auger machine may 
be encountered by slight variations in 
the amount of tempering water employed — 
and by the fineness of the grind. In 
general, alluvial clays require greater ex- 
trusion pressure than glacial clays, and 
shales require less than either of the 
clays, the average values being 90.5, 56.2, 
and 25.9 lbs./in.”, respectively. 


Pressure per 
square inch 
required to ex- 


perectes 
Kind of shale or clay arene ee 
Com- 
mercial pe 
grind . 
Shales: Pounds| Pounds 
Allegheney, Malvern._..------- 31,2 262. 0 
Connemaugh, Ava.-.----------- 15.0 199. 0 
Allegheney, New Lexington-_.--} 20.0 76. 5 
Waverly, Hanover---_-_-------- 29. 5 31.5 
Chagrin, Cleveland___.._------- 17.0 41.2 
Waverly, Portsmouth-__-__---- 27.0 110.0 
Dunkard, Marietta_.......----- 10.0 191.2 
Pottsville, Portsmouth--__------ 45.0 88. 0 
Connemaugh, Summitville____- 13.0 83. 7 
Bedford, Columbus------------ 24.5 63. 5 
Cincinnati, Cincinnati_-_------- 52.5 150. 5 
Glacial: 
Lima... pao e== 74.0 80. 0 
Findlay. 22. 3 eee 46. 2 48.0 
Upper Sandusky. --....--------- 72.5 91.2 
New Vondon:.... 22/22 se0== 56. 7 53.0 
Mt.-Healthy 222222 eee 23.2 19.0 
Londons... -.22. eee alee 48.5 
ToledO2.- ..s2-----. 2 70. 0 43.0 
Alluvial 
Sugar Creek_._-. 22-42 41.5 49. 5 
Westervilleiiz.-....2 2222 eee 75. 0 75. 2 
Beaver: _..224s..- 225-532 ee 83.7 
Zanesville (loess) --..----------- 50. 5 51.7 
Gallipolis.-3.. 2. 2. eee 128.7 112.0 
Zanesville:.. 2... 2 2 eee 135.7 122. 5 


Note.—Same amounts of water used for each 
clay or shale in commercial grind and ball milled. 
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PHYSICAL PROPERTIES OF BODIES 
COMPOSED OF POTTER’S FLINT 
AND CLAY 


The china clay investigation in prog-’ 


ress at the Columbus branch of the 
bureau includes a study of the clays in 
bodies as well as a study of the clays 
alone. The composition of one set of 
bodies is 50 parts potter’s flint and 50 
parts clay, while the other is 50 parts 
clay, 30 potter’s flint, and 20 feldspar. 
It is believed that the real reasons for 
the differences in the clays will be 
brought out more clearly by studying 
the reactions when in bodies as well as 
when treated individually. The gen- 
eral purpose of the investigation is to 
compare English and American china 
clays, but as yet only the English have 
been studied. Of these, 17 commercial 
brands are being used. During the past 
few months the work on the bodies 
composed of potter’s flint and clay was 
carried out and is nearly completed. 
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Each of the clays was made up with 
an equal weight of potter’s flint into a 
body, the size of specimens and pro- 
cedure of making and testing following 
closely the specifications of the Ameri- 
can Ceramic Society. The properties 
evaluated on the unfired bodies were 
those of volume shrinkage, shrinkage 
water, pore water, water of plasticity, 
bulk specific gravity, slaking time, and 
modulus of rupture. On the fired bodies 
values for volume shrinkage, porosity, 
bulk specific gravity, and. modulus of 
rupture were determined at seven differ- 
ent temperatures; namely, cones 3, 5, 8, 
11, 14, 18, and 23. 

The various bodies have so nearly the 
same value for any one property that 
for the present purpose averages only 
are given. To show the effect of the 
flint, general averages for the clays alone 
are also given. 


Dry properties of clays and bodies 


Properties 
Material 
Volume | Shrink- Pore Water of Bee Slacking ae 
shrinkage| age water| water | plasticity gravity time Hire 
Per cent |} Per cent | Per cent | Per cent Hours | Lbs./in. 
Minysialoneesteess 2. sd 5s 18.6 11.6 29.8 41.3 1. 46 88. 0 
SENET 2 ie er iS he ae Gaon 11.6 7.1 20. 4 27.5 1. 64 6.6 46. 6 
Fired properties of clays alone 
Cone 
Property 
3 5 8 11 14 18 23 
meomme shrinkage... i. per cent__| 20.0 26.3 S200 41.7 48.8 48. 5 48.5 
TPA YAGI Hi V-Day a l GO=ee 40.3 35.9 29.0 17.5 3.9 1,2 1.0 
Bile SpEcihne eravity..s a .. ess 2b ee eek 1.60 1.75 1.91 2.17 2, 45 2. 50 2. 50 
mrodulus of rupture... -2- =... IS: [ei ee eae oe 2,200 | 3,000} 4,000] 5,500 6, 000 
Fired properties of bodies 
Cone 
Property 
Se iG 8 hag apt iad ae 
Volume shrinkage.....------.------ percent 3 8.4 9.6 12:2 17.8 26.2 31.1 
RSL ya eee few ae e sy F do__--| 349 34.3 BBE 33. 7 26.4 15.7 2.7 
PaTiReSPOCINC SLaViGy 4.2.22. S5e25- e022 1. 64 1.66 1.68 Wage 1.83 2. 06 2.21 
Migdulus of rupture.......-.-..--..- Ibs./in.?__ 450 765 890 | 1,350] 2,000 2, 600 
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THERMAL EXPANSION AND SPALL- 
ING CHARACTERISTICS OF FIRE 
BRICK 


The most recent reference to the study 
of the fundamental qualities of represen- 
tative fire-clay refractories and indi- 
vidual clays appeared in Technical News 
Bulletin No. 132 (April, 1928). 

Bricks have been made in the labora- 
tory, from prepared batch materials 
furnished by 14 manufacturers of refrac- 
tories, by each of three methods most 
commonly employed in the manufacture 


of fire brick; namely, dry press, stiff 
mud extruded (end out), and hand 
made. These bricks were burned at 


1,400° C. (cone 14) for five hours, and 
five of each type were subjected to the 
standard test for resistance to spalling as 
described in Bureau of Standards Cir- 
cular No. 299, United States Government 
master specification for Fire-Clay Brick. 
This test specifies that the end face of 
the brick heated to 850° C. be immersed 
to a depth of 4 inches in running water 
at hourly intervals. 

The results of the quenching test from 
a total of 42 sets of fire bricks, show (1) 
the number of quenchings to cause fail- 
(2) those 
whose 


ure to range from 1 to 30; 
bricks, with exception, 
alumina content is over 40 per cent, have 
considerably greater resistance to spall- 


one 


ing than those whose alumina content is 
less than 40 per cent; (3) although some 
sets show little difference in spalling 
resistance between the bricks prepared 
by the different methods, others show 
almost 100 per cent difference. 

Information has been furnished by the 
manufacturers as to their methods of 
making brick. The data thus obtained 
have been compared with that resulting 
from the bureau’s brick-making experi- 
ments. This comparison shows that 
only six of the manufacturers are using 
methods which produce, from their par- 
ticular raw batch, bricks having the 
greatest resistance to spalling. 

The linear thermal expansion observa- 
tions, which were made on 1 by 1 by 6 
inch specimens of these bricks, gave the 
following information: 


STANDARDS 


1. No relation is apparent between 
method of preparation of bricks and the 
thermal expansion. 

2. In only one instance were the ex- 
pansion measurements the same regard- 
less of the method of making the bricks. 

3. A direct relation was found between 
expansion and resistance to spalling in 
7 out of the 14 sets observed for expan- 
sion; in 6 sets, 2 out of 3 show this rela- 
tion; and in one case no relation was 
found, the results being identical for the 
3 types of bricks. 

4, The greatest difference in expansion 
between the bricks prepared by the three 
methods in any one set occurred in those 
of high silica content and amounted to 
approximately 10 per cent. The dry 
press had the highest expansion and the 
stiff mud the lowest. 

UNSLAKABLE RESIDUE IN 
QUICKLIME 

Hydrated lime is produced from quick- 
lime by treating quicklime with water in 
The 
hydrate produced is usually in a very 
fine state of subdivision. However, to 
a uniformly fine product it is 
common practice to separate the fine ma- 
terial from the coarse by a process of air 
separation. Occasionally it is found 
that an undue amount of coarse residue 
is obtained. When the amount is large 
it represents a considerable loss to the 
producer of the lime, and it is conse- 
quently desirable to reduce the amount 
of residue to a minimum. 


one of several different methods. 


insure 


As it was considered of general inter- 
est and value to lime producers, the bu- 
reau has investigated the nature of un- 
slakable residues. A sample of quick- 
lime known to give considerable residue 
and a sample of the stone from which 
the quicklime was made were obtained. 
A weighed amount of the quicklime was 
added to a slight excess of water, stirred 
until slaking was complete, and then 
washed by decantation until the water 
ran clear. This process produced a resi- 
due which was dried in an oven at 110° 
C. and then weighed. It was found that 
the method gave about 5 per cent resi- 
due in the form of hard, gritty lumps, 
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the largest of which were approximately 
4% inch in diameter. This was ground 
in a mortar until it passed a No. 200 
sieve. It was then analyzed by the 
method outlined in Bureau of Standards 
Circular No. 204.. 

Samples of the stone and of the quick- 
lime were also analyzed by the same 
methods. SO; determinations were made 
on all three materials by the methods 
given in Bureau of Standards Circular 
No. 33. The following results were ob- 
tained. They have been calculated to 
the nonvolatile basis. 


See Quick- |Residue 
Determination Stone livas 
LAGE oo idee cen al eal ll ap 0. 97 1. 00 3. 08 
UNC UATT Wise ge ed ane ee ae 25 . 36 .79 
AYO) Sees i a eee 98.20 | 97.80 80. 90 
ES 0 ee 2 Cale ee ee ee Ae . 45 soa 15. 45 
OL) ail SOS None. | Trace. | Trace. 
| 


It is evident that the silica is some- 
what concentrated in the residue. It is 
also evident that the greater part of the 
MgO from the stone has concentrated in 
the residue. 

From the limited data it is impossible 
to draw any generalizations. It is hoped 
that future work on this subject may 
result in some conclusions which will be 
helpful in eliminating this undesirable 
waste in hydrated lime production. 

LENGTH CHANGES IN SAND-LIME 

BRICK WHEN WET 

The fact that most materials expand 

when wet and shrink when dry is suffi- 
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ciently well known to need no comment. 
The magnitude of this change, however, 
has not been measured in the case of 
many materials; as, for example, in 
sand-lime brick. While it has been 
assumed that the actual length changes 
on wetting or drying of brick are small, 


it was felt that some experimental 
data on these changes should be de- 
veloped. 


The Bureau of Standards has received 
a large number of sand-lime brick from 
various sources for use in an extensive 
investigation of the properties of these 
brick. Representative samples from five 
different localities were selected for 
measurement of the length changes on 
alternate wetting and drying. 

Gauge marks were placed on each 
brick approximately 17 cm apart, and 
the increase or decrease in the distance 
between these marks was measured by a 
comparator which was graduated to 
0.001 mm. The brick were put through 
the sequence of operations shown in the 
first column of the table. The length 
between the gauge marks on the air- 
dried brick was taken as unity and other 
lengths were calculated on this basis. 
Each figure is the average of four 
separate readings. 

It will be noticed that the brick ex- 
panded on being immersed in water. On 
thoroughly drying they contracted to 
less than the original air dry length, and 
on subsequent treatments did not in any 
case return to the length when first wet. 


Length changes in sand-lime brick when wet 


Source of brick 


Pe Med 1Or 48 HOUrS: © 22 ere Mah a Te he 
Merod aAtiOn for 40 H0UurSA Saeco he oc aetde 
PWC CIA SHOUTS re 


Relative lengths 
A B C D E 
1.00000 | 1.00000 | 1.00000 | 1.00000 1.00000 
1.00010 1.00012 1. 00009 1. 00038 1. 00008 
1. 00004 1.00005 1. 00004 1. 00029 1. 00006 
. 99978 - 99964 . 99973 . 99969 99992 
1. 00004 . 99998 1. 00001 1. 00082 1. 00007 
1. 00000 . 99996 . 99999 1. 00022 1.00004 
99972 . 99921 . 99962 . 99961 99982 
99998 . 99993 . 99996 1. 00028 1.00001 
99996 . 99992 . 99994 1. 00017 99997 
99971 . 99923 . 99963 . 99965 99980 
00039 . 00091 . 00047 00077 00028 
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The magnitude of the changes was 
very small. The maximum change, case 
B, would only amount to about 0.1 inch 
in a 10-foot wall. This is sufficiently 
small to be neglected in most commercial 


work. 


REMOVAL AND EXAMINATION OF 
SOIL-CORROSION SPECIMENS 


The plans of the Bureau of Standards 
soil-corrosion investigation call for the 
removal of parts of the specimens at 
two-year intervals. In accordance with 
these plans the work of removing speci- 
mens of iron and steel pipe and lead 
cable sheath which have been buried for 
six years is well under way and will be 
completed during the present month. 
The specimens are returned to Wash- 
ington, where they are cleaned and the 
rate of corrosion and pitting determined. 
The specimens are then photographed 
and stored. About 1,000 specimens will 
be removed this year. A report on the 
results of the 1928 examination will be 
available early next year. 

The bureau recently issued its first 
report on its soil-corrosion work as 
Technologic Paper No. 368, Bureau of 
Standards Soil-Corrosion Studies. I 
Soils, Materials and Results of Early 
Observations. Owing to the demand for 
this publication the bureau’s supply for 
official distribution has been exhausted, 
but it can be secured from the Superin- 
tendent of Documents, Government 
Printing Office, Washington, D. C., at 
50 cents per copy. 

This investigation was begun in 1922 
as a supplement to the study of cor- 
rosion due to stray electric currents. 
It had become evident that in some cases 
where serious corrosion had occurred 
the cause of the corrosion could not be 
definitely determined until it was known 
whether such corrosion could occur in 
natural soils where no stray currents 
were present. The original investigation 
was, therefore, quite limited in its scope. 
The results obtained soon showed 
beyond question that corrosion of metal 
structures in soils was an extremely im- 
portant problem in itself. Incidentally, 
some other tests have shown that the 
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processes of corrosion may include the 
production of rather large electric cur- 
rents in pipe lines even when there are 
no extraneous sources of current. 

A very wide interest has been mani- 
fested in soil corrosion, and many ques- 
tions have been raised which can not be 
answered by the data which are being 
obtained. The work will not be finished 
for several years, but because of the in- 
terest manifested and the plans for cor- 
rosion studies that other organizations 
are considering it has seemed advisable 
to set forth in some detail the plans and 
scope of the bureau’s investigation and 
to publish and discuss such data as are 
now available as a result of the investi- 
gation. The data indicate that in certain 
regions soil corrosion is an active enemy 
of buried pipe lines; that the material 
best suited to resist the action of one 
soil is not necessarily the best for other 
soil conditions; and that the use of some 
form of a protective coating is desirable 
under a number of soil conditions. 

Because the rates of corrosion so far 
observed may not continue and because 
the rate for one material may change 
more than the rate for another, no con- 
clusions can be drawn at this time as to 
the ultimate life of any of the materials 
under test nor of the relative merits of 
materials that are nearly alike. So far 
as observations on the materials are con- 
cerned, the report given in Technologic 
Paper No. 368 is therefore preliminary in 
its nature. 


CALIBRATION OF ROTARY 
VISCOMETER 


The general formula for computing 
viscosity, as determined by measuring the 
torque required to rotate a cylinder in a 
viscous liquid, contains a factor (k) the 
so-called “end effect,” which represents 
the amount by which the actual depth 
(h) of immersion of the rotating cylinder 
in the liquid must be increased to 
evaluate the torque resulting from the 
friction of the viscous liquid on the 
lower end of the rotating cylinder. In 
a study of the constants of a rotary 
viscometer to be used in measuring the 
viscosities of molten glasses at various 


t 
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temperatures, the variations of (k) with 
(1) depth (h) of immersion of the rotat- 
ing cylinder, and (2) with the clearance 
(D) between the lower end of this 
cylinder and the bottom of the contain- 
ing crucible were studied. 

Using a mineral oil, the viscosity of 
which had been carefully determined by 
a different method, these relations have 
been determined for a viscometer with 
rotating cylinder 1.82 cm in diameter 
and outer cylinder 5.87 cm in diameter. 
For viscosities between 700 and 30,000 
poises the variation of k with varying h 
was found to be negligible and the 
variation of k with D was found to be 
as follows: 
paella cm__ 1.58 3.00 4.65 .5.78 8.26 
1.66 1.34 1.19 0.95 


For these cylinder dimensions the re- 
lation of k to D can be expressed thus: 


6.3 


k=(p 2.426) 08 


It has also been shown that within 
the limits to be used in future work with 
glass k is independent of speed and 
viscosity. 


PERMANENCE OF BOOK PAPERS 


The Bureau of Standards has recently 
initiated, as a part of its general study 
of the permanence of paper, research on 
the permanence of book papers. This 
particular line of investigation was taken 
up for two reasons. One is to make cer- 
tain that the paper used for the research 
publications of the bureau will have the 
desired permanence. The other is on 
account of the rapidly increasing inter- 
est, in general, in preservation of printed 
matter of permanent value. An illustra- 
tion of this interest is the recent devel- 
opment, in which the bureau cooperated, 
of a newsprint paper made of rag fibers 
for printing special permanent issues of 
newspapers for libraries. Such issues 
are being made by a number of publish- 
ers. There is interest in a similar proj- 
ect, especially on the part of the Ameri- 
can Library Association, for books and 
other bound printed matter. 
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The immediate work planned is the 
testing of products on the market at the 
present time. These will include com- 
plete chemical and physical tests to find 
the composition of the papers, acceler- 
ated aging tests made by exposure to 
heat and light, studies of the effect of 
the constituents of the papers on their 
permanence, and cooperative work with 
manufacturers to correct any properties 
of the papers that may be found unde- 
sirable from a permanence viewpoint. 


PREMIUM GASOLINES 


Gasolines sold at a premium over the 
ordinary or straight commercial gaso- 
line may differ from it by being more vol- 
atile or by having less tendency to knock 
or detonate. Only those which are more 
volatile are entitled to be called “ high- 
test” gasolines. High-test gasolines are 
of little advantage in warm weather, but 
in cold weather they give easier starting 
and less trouble from crank case oil 
dilution. 

Gasolines which do not knock readily 
should be called high compression or 
“ antiknock ” gasolines. Antiknock gaso- 
liens include, in general, gasoline made 
from certain petroleums, gasolines made 
by certain refining processes, gasolines 
blended with benzol and ethyl gasolines 
(those containing tetraethyl lead). En- 
gine tests at the bureau show that some 
of the nonpremium gasolines have much 
less tendency to knock than others, and 
that the various premium gasolines dif- 
fer widely in their antiknock properties. 

Unfortunately, there is at present no 
entirely satisfactory yard stick for com- 
paring the tendency of gasolines to 
knock, so it is not practicable to includea 
knock requirement in fuel specifications. 
Many automobile engines of moderate 
compression ratio (less than 5:1) knock 
very little on nonpremium gasoline un- 
less they contain excessive carbon de- 
posits. In such an engine no improve- 
ment can be expected from the use of 
an antiknock gasoline. On the con- 
trary, a fuel which knocks appreciably 
in a given engine will give less power 
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and less miles per gallon than one which 
does not knock. 


THERMAL EXPANSION OF MAGNE- 
SIUM AND SOME OF ITS ALLOYS 


An investigation on the linear thermal 
expansion of pure magnesium, mag- 
nesium-aluminum alloys, and magnesium- 
aluminum manganese alloys has recently 
Magnesium, the light- 
est structually used metal, and its alloys, 
are becoming more prominent for ma- 


been completed. 


terials of construction where lightness 
and strength are important factors; for 
example, in aircraft manufacture and for 
moving parts of gasoline engines. 

Expansion determinations were made 
on 6 samples of cast and extruded mag- 
nesium and 11 samples of cast and ex- 
truded magnesium alloys. The samples 
of magnesium were investigated over 
various temperature ranges between 
—183 and +500° C. and most of the 
alloys between room temperature and 
300° C. Three types of expansion ap- 
paratus were used in this investigation. 
The average coefficient of expansion of 
pure magnesium was found to be 
0.0000260 per “ C. between 20 and 
100° C. 

The results obtained will be published 
by the Bureau of Standards. The pub- 
lication will also include a summary of 
available data by previous observers on 
the thermal expansion of magnesium and 
a few magnesium alloys and a figure 
which shows the relations between the 
chemical composition and the coefficients 
of expansion of the magnesium alloys. 
Copies of the publication will be avail- 
able in a few months. 


PROPOSED AUTOMOTIVE STANDARDS 


Forty new and revised standards for 
aircraft and motor vehicle parts and 
fittings are covered in reports submitted 
by divisions and subdivisions of the 
standards committee of the Society of 
Automotive Engineers. Eighteen of 
these relate to aeronautic standards, such 
as dimensions, weight, and other charac- 
teristics, aircraft storage batteries, pro- 
peller hubs, tail-skid shoe mountings, 
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starter countings, instrument 
mountings, and aircraft hardware. 

Of the recommended new standards, 
21 are new specifications and 17 are re- 
visions of existing standards as printed 
in the S. A. E. Handbook. 

Of most popular interest in connec- 
tion with motor-vehicle standards are 
the proposed standardization of 16 bal- 
loon tire and rim sizes to greatly reduce 
the existing number, viscosity numbers 
for prediluted crankcases lubricating oils 
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as well as undiluted oils, sizes of incan- 
descent lamp bases and sockets to avoid 
too tight or too loose fits, air-cleaner 
mounting dimensions, spark-plug toler- 
ances, and the plate-glass specifications 
covering the quality of the glass supplied 
to the car manufacturer. 


RADIO AIDS TO AIR NAVIGATION 


Research work extending over two 
years has resulted in the development 
and practical demonstration of radio 
aids to flying on the civil airways. 
These aids comprise a radio-beacon sys- 
tem marking out definite courses and 
radiotelephone service from ground to 
airplane. The whole system can be 
utilized by airplanes carrying no radio 
apparatus except a simple receiving set. 
This development, which was carried on 
by the Bureau of Standards for the 
Aeronautics Branch of the Department 
of Commerce, was briefly described in 
the Radio Service Bulletin, page 19; 
March 31, 1928. A technical description 
of the work, “ Development of radio 
aids to air navigation,” by J. H. Del- 
linger and Haraden Pratt, was published 
in the Proceedings of the Institute of 
Radio Engineers, page 890; July, 1928. 

In the same issue of the Proceedings, 
page 985, there is given a “ Bibliography 
on aircraft radio,” by C. B. Joliffe and 
Elizabeth Zandonini. This bibliography 
includes 257 references to foreign and 
domestic periodicals. 

Copies of these two reports are not 
available from the Government. A copy 
of the Proceedings of the Institute of 
Radio Engineers may be obtained from 
the institute at 33 West Thirty-ninth 
Street, New York, N. Y., for $1. 
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A Pitcairn Mailwing airplane was put 
at the disposal of the bureau by Pit- 
cairn Aviation (Inc.), for the installa- 
tion of radio-receiving equipment includ- 
ing the visual indicator. This airplane 
is to be used later by this company in 
its regular air-mail service from New 
“York to Atlanta, which passes through 
Washington, and will make use of the 
College Park beacon, This will give a 
test of the beacon system under actual 
conditions of use. The high-tension 
ignition system of this airplane was com- 
pletely shielded, the leads from the mag- 
neto distributor blocks to the spark plugs 
were replaced by shielded high-tension 
cable drawn through the conduit mani- 
fold rings, shielding plates put over the 
magneto distributor blocks, and the 
spark plugs covered by special caps. 

Several long flights were made by this 
airplane in order to test the radio instal- 
lation on the plane and the operation of 
the beacon. On one flight a range of 90 
miles was obtained through severe at- 
mospheric disturbances. In another test 
working reed deflections were obtained 
at Hadley Field, New Brunswick, N. J., 
using the College Park beacon. 

A new Fairchild cabin airplane hav- 
ing a capacity of four passengers was 
delivered and will be used for experi- 
mental work. Ignition shielding is be- 
ing installed, and the airplane will be 
completely equipped with ap- 
paratus and will constitute a flying-radio 
laboratory. 


radio 


INTERNATIONAL COMMISSION ON 
ILLUMINATION 


The bureau is one of seven organiza- 
tions represented in the United States 
National Committee of the International 
Commission on Illumination, the others 
being the American Gas Association, 
American Institute of Electrical Engi- 
neers, Illuminating Engineering Society, 


National Electric Light Association, 
American Physical Society, and the 
Optical Society of America. There are 


similar national committees in nine other 
countries—Austria, Belgium, France, 
Germany, Great Britain, Holland, Italy, 
Japan, and Switzerland. 
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now practically complete 
for the seventh plenary session of the 
commission, This will be the first meet- 
ing of the commission on this side of the 
Atlantic and is being made.the occasion 


Plans are 


for an International Illumination Con- 
gress, including a tour for foreign dele- 
gates to New York, Boston, Philadel- 
phia, Washington, Cleveland, Chicago, 
Detroit, and Niagara Falls, attendance 
at the annual convention of the Illumi- 
nating Engineering Society of the United 
States at Toronto, Canada, and special 
sessions of the commission at Saranac 
Inn, New York, September 22 to 27, 
1928. 

The bureau is particularly concerned 
with projects of the commission affect- 
ing standard methods of photometry, in- 
ternational standards of candlepower, 
specifications for colored signal glasses, 
and regulations for lighting of schools 
and factories. Reports on these subjects 
have been prepared for presentation at 
the commission sessions. 


QUALIFICATION TESTING OF DRY 
CELLS 


The bureau has recently begun a new 
qualification test of dry ceils submitted 
by a number of different manufacturers. 
These tests are made periodically two 
or three times a year to obtain informa- 
tion required by Government purchasing 
officers as to the quality of dry cells 
which are available on the market and 
also as a measure of cooperation with 
the manufacturers. 

The tests are made in accordance with 
Bulletin No. 36, issued by the Chief ,Co- 
ordinator in June, 1924, in which a dis- 
tinction is made between qualification 
tests and acceptance tests. The qualifi- 
cation tests are to determine the relative 
standing of the various brands of dry 
batteries when subjected to intermittent 
and delayed service tests in accordance 
with the specifications promulgated by 
the Federal Specifications Board. The 
specifications in effect at the present 
time are designated as United States 
Government master specification for dry 
cells and batteries (Bureau of Stand- 


ards Circular No. 139). Intermittent 
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and delayed service tests require a con- 
siderable period of time, and there is no 
accurate method by which the output of 
the cells on these intermittent tests can 
be predicted from accelerated tests made 
in a short time. Acceptance tests, on 
the other hand, are designed to include 
only initial readings of current and volt- 
age and continuous discharges which 
can be made immediately and compared 
with discharges made under similar con- 
ditions at the time of the qualification 
tests. The qualification tests give an in- 
dication of the true worth of the material 
and not of the ability of any particular 
cell or battery to pass a particular test 
which may have no relation to the serv- 
ice for which it is to be used. The ac- 
ceptance tests, on the other hand, are 
designed to be made quickly on samples 
taken from actual deliveries. By means 
of these tests it is possible, therefore, to 
keep an up-to-date record of the quality 
of the batteries which are being manu- 
factured and also to check the uniform- 
ity of the delivered product. 

In the qualification tests that have 
just been started approximately 1,800 
cells and batteries have been received 
from 19 manufacturers. The intermit- 
tent tests are controlled automatically by 
apparatus which was installed about two 
years ago. This apparatus enables tests 
of a large number of cells and batteries 
to be made with a minimum of labor and 
a consequent saving in expense as com- 
pared with the conditions which pre- 
vailed when a large number of. batteries 
were under test during the war. 

The results of the qualification tests 
are not published; they are, however, 
made available for the confidential use 
of Government officers, and each manu- 
facturer is informed of the results of test 
on his own product. The bureau does 
not attempt to do general commercial 
testing for the battery manufacturers 
because its equipment is limited. 


TESTING OF STANDARD WEIGHTS 


Letter Circular No. 251, “ Having 
standard weights tested by the Bureau ot 
Standards,” has just been issued, copies 
of which may be obtained on. request to 
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the bureau. This letter circular gives in 
brief outline the main distinctions be- 
tween weights of six different classes 
that may now be tested by this bureau, 
together with the nature of tests that 
may be made, and information in regard 
to submitting the weights for test. 


REVISED SIMPLIFICATION FOR 
WOVEN WIRE FENCING ~ 


Simplified Practice Recommendation 
No. 9, “ Woven Wire Fencing,” which 
was recently revised by the industry, is 
now in effect, as of July 1, 1928, subject 
to annual revision. 

Recently, this project was submitted 
to the industry for signed acceptances, 
in view of the proposed revisions. The 
bureau has received a sufficient number 
of signed acceptances from producers, 
distributors, and users, representing at 
least 80 per cent by volume of annual 
production, to publish the revised recom- 
mendation, copies of which may be se- 
cured from the Superintendent of Docu- 
Printing Office, 
Washington, D. C., at 5 cents each. 

The original recommendation, as 
adopted by the industry, reduced the 
variety of woven wire fencing from 552 
to 69 and woven wire. fence packages 
from 2,072 to 138. The revised recom- 
mendation further reduced this to 62 and 
117, respectively. At the time the proj- 
ect was reviewed by the standing com- 
mittee and revised it was stated that the 
average degree of adherence accorded 
this recommendation in 1927, based on 
an actual survey, was 99 per cent. 


ments, Government 


SIMPLIFIED PRACTICE RECOMMEN- 
DATION FOR ICE-CAKE SIZES 


The Bureau of Standards is now cir- 
cularizing all elements of the ice indus- 
try—manufacturers, distributors, and 
engineers—interested for their accept- 
ance of a simplified practice recommen- 
dation for ice-cake sizes. 

This recommendation establishes a 
simplified list of weights for ice cakes 
for domestic refrigerators and dimensions 
for the ice cakes. The project was de- 
veloped and approved by a general con- 
ference of all elements of the industry 
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held June 13, 1928. When indorsed by 
the industry, in the form of signed 
acceptance, representing at least 80 per 
cent of the industry by volume of annual 
production, it will be formally promul- 
gated by the Department of Commerce. 

Provided a sufficient number of signed 
acceptances are received, the recommen- 
dation will become effective October 1, 
1928. While the action of the general 
conference of June 13 is based on a care- 
ful study of present conditions and re- 
quirements, the recommendation will be 
susceptible of such modifications as 
future trends in the industry may render 
desirable. 

In order to make the schedule con- 
form with the best current practice in 
the industry, the conference appointed 
a standing committee, to which the in- 
dustry is urged to make any comments 
or suggestions that it is believed will 
make the recommendation more bene- 
ficial. Such action will help the com- 
mittee arrive at a decision when con- 
sidering possible revisions a year from 
the effective date. 


BETTER QUALITY AND LOWER PRICE 


The constant cry of the buyer from 
the early days of barter has been “ bet- 
ter quality and lower price”—better 
value for the same or for less money. 
The problem of answering the buyer to 
his full satisfaction, under present con- 
ditions, is bothering many a manufac- 
turer. No one solution to this problem 
applies in all cases; a choice may have 
to be made according to the nature of 
the business, but there’s no use saying 
“Tt can’t be done.” There are too many 
examples of the man who says, “It can’t 
be done,” being interrupted by some- 
body doing it. 

Scientific research is enabling manu- 
facturers to improve the quality of ma- 
terials entering into their products. It 
is also bringing out hitherto unknown or 
little understood properties of common- 
place materials. New and_ substitute 
materials are coming to the front in 
several fields, often possessing certain 
advantages to the consumer over the ma- 
terials they have displaced. Quality im- 
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provement through research is not new 
to American industry, but the steadily 
widening application of research reflects 
a growing appreciation of its value in 
bettering quality. 

Simplification is likewise contributing 
to this end. Companies which have 
eliminated superfluous lines and concen- 
trated their efforts on a simplified line 
find the quality of their products auto- 
matically improving. Defects, even mi- 
nor faults, which in the days of too 
many lines, short runs, and frequent 
changes of machine set-ups, were over- 
looked or lost in the shuffle, assume 
greater proportions by reason of their 
greater numbers. The frequency of their 
occurrence may be no greater than be- 
fore. The ratio may still be 10 “ firsts” 
to one “second,” or 100 “ firsts”? to one 
“ second.” 

But when units are made by the 
thousand instead of by the hundred, 
then the “seconds” make a larger pile 
and attract more notice. Someone gets 
curious; somebody wants to know why 
the pile is so big. Then correction be- 
gins. Maybe better raw material is 
bought, more care is given it in process, 
perhaps the machines are improved. 
Eventually, the cause is located and the 
frequency of the defect is cut down. 
Product quality is improved as the result 
of simplification. So far as simplifica- 
tion has coincidently helped to make 
mass production possible, and thus lower 
unit costs, it has made a double con- 
tribution. 

By reducing “seconds,” spoiled work, 
or scrap, and by lowering unit costs, 
simplification has provided the manu- 
facturer with one answer, and a profit- 
able one at that, to the buyers age-old 
cry, “ Better quality and lower price.” 


PROGRESS IN SIMPLIFIED PRACTICE 


During the quarter ending June 30, 
1928, seven new simplified practice rec- 
ommendations were completed, making 
a total of 95 completed recommendations 
to date. During the quarter 11 new 
leads were received by the division of 
simplified practice. There are now 39 
active projects. 
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During the quarter the total number of 
acceptances to simplified practice recom- 
mendations increased from 9,465 to 10,- 
637. Nine general and twenty-one pre- 
liminary conferences were held by vari- 
ous industries, under the auspices of the 
simplified practice division, for the pur- 
pose of discussing simplifications. 

During this same period 5 general and 
12 preliminary conferences were held 
under the auspices of the commercial 
standards unit. 

A total of nine simplified practice rec- 
ommendations came before their respec- 
tive standing committees for review dur- 
ing the quarter ending June 30, 1928. 


Three were revised, five were reaffirmed, | 


and one (Simplified Practice Recommen- 
dation No, 28, Sheet Steel) the standing 
committee deemed necessary to divide 
into two portions, to be published sep- 
arately, one on sheet steel and the other 
on iron and steel roofing, the latter to 
be known as Recommendation No. 78. 
Of the 9 recommendations reviewed 6 
were supported by actual surveys, while 
estimates of adherence were accepted for 
2, and 1 was reaffirmed without either a 
The average de- 
gree of adherence as determined by sur- 
veys was 83.97 per cent for the six rec- 
ommendations. 


resurvey or estimate. 


The estimated adherence 
for the two without surveys was 80 and 
89 per cent, respectively. Adding the 80 
and 89 per cent to the 83.97, the average 
degree of adherence for the quarter was 
84.32 per cent. 


SOME RECENT ACTIVITIES OF THE 
COMMERCIAL STANDARDS GROUP 


Photographic Paper.—A meeting of 
the simplified practice committee of man- 
ufacturers of photographic paper was 
held in New York on July 23 to consider 
the program for the simplification of 
photographic paper kinds 
which the committee has been develop- 
ing for some time. It is expected that 
the final meeting of the committee will 
be held this month, when the schedule 
of sizes will be completed, in preparation 
for a general conference of all interests. 

Lead Pencils—The final schedule for 
the simplification of lead pencils has 


of various 
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been approved and will be placed before 
the industry for acceptance in the near 
future. 

Luggage.—A member of the staff has 
been invited to address the Luggage 
Dealers Convention in New York City 
on August 17 on the subject “ Standard- 
luggage sizes.” The National 
Luggage Dealers Association has worked 
out a suggested list of sizes for the con- 
sideration of the luggage industry cover- 
ing trunks, suit cases, hatboxes, etc. It 
is the opinion of some that if the indus- 
try can arrive at a standardization of 
sizes it will be of great economic value 
to both the manufacturer and retailer. 

Ice Cream Cans.—The Committee on 
Simplified Practice of the International © 
Association of Ice Cream Manufacturers, 
in conjunction with representatives of 
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ice-cream can manufacturing companies, 
met June 6, 1928, in New York City, to 
further the program of can standardiza- 
tion. A display of ice cream cans now 
being manufactured enabled the mem- 
bers of the committee to compare the 
different types and sizes of cans and 
determine upon tentative standard sizes. 
It was recommended that these sizes be 
submitted at the annual convention of 
the International Association of Ice 
Cream Manufacturers at Cleveland dur- 
ing the week of October 18 for consid- 
eration and criticism. When the stand- 
ard-sized cans are finally adopted by 
manufacturers, distributors, and users, it 
will eliminate the confusion now exist- 
ing because of the many types and sizes 
of cans on the market and will result in 
a lower-production cost. 

Glass Containers for Drug and Phar- 
maceutical Industry.—At a preliminary 
conference of representatives of the drug 
and pharmaceutical industry and the 
Glass Container Association held July 6 
a motion was presented and unani- 
mously carried that a joint standardiza- 
tion and simplification committee be 
appointed to consist of one voting dele- 
gate and two associate delegates from 
each of the national drug and pharma- 
ceutical associations and the Glass Con- 
tainer Association of America in coop- 
eration with the United States Depart- 
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ment of Commerce, for coordinating the 
efforts of the various groups concerned 
in the simplification and standardiza- 
tion of glass containers used in the drug 
and pharmaceutical industries. 

It was also the sense of the meeting 
that the appointment of the committee 
be completed as soon as possible with the 
view of holding its first meeting during 
the week of August 6 for the purpose of 
organization, and that this first meeting 
be held at the Department of Commerce 
under the auspices of the division of 
simplified practice. 

In accordance with the action taken 
at the conference on July 6 the bureau 
invited 17 different drug and pharma- 
ceutical associations and the Glass Con- 
tainer Association to send three dele- 
gates to a conference at the Department 
of Commerce on August 10, to complete 
organization of a central simplified prac- 
tice committee and to discuss the ques- 
tion of variety surveys. 

Glass Containers for Jelly and Pre- 
serves.—A general conference to discuss 
the simplification of jelly glass and pre- 
serve jar sizes and capacities has been 
postponed until some time in September. 
This conference will be held in Wash- 
ington in conjunction with the mid-year 
convention of the National Preservers 
Association. 

Type Faces.—For several months the 
United Typothetze of America and the 
division of simplified practice have been 
cooperating in an effort to ascertain the 
views of leading printers and manufac- 
turers of type as to the advisability of 
inaugurating a simplification program to 
reduce the excessive variety of type 
faces. While there are conflicting opin- 
ions regarding the matter, a large major- 
ity are, nevertheless, in favor of a con- 
ference to discuss the subject and to for- 
mulate some plans whereby the elimina- 
tion of undesirable type faces might be 
brought about. At the request of the 
United Typothetz of America, the divi- 
sion of simplified practice will arrange 
for a preliminary conference in the fall 
to consider the subject of simplification 
of type faces. In the meantime the divi- 
sion will be glad to receive any com- 
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ments or suggestions which the readers 
of this bulletin may care to express on 
this subject. 

Hospital Plumbing Fixtures.—A tenta- 
tive simplified-practice recommendation 
for hospital plumbing fixtures has been 
worked out by the manufacturers of vit- 
reous china, porcelain, and enameled fix- 
tures. This recommendation is now in 
the hands of the standardization commit- 
tee of the American Hospital Association 
for review and further recommendation 
as to definite types and sizes to be used 
as standard items for various purposes. 
After the hospital authorities have com- 
piled their criticisms and comments there 
will be a joint meeting of the hospital 
plumbing - fixture and 
members of the standardization and sim- 
plification committee of the Hospital As- 
sociation to develop a final recommen- 


manufacturers 


dation covering types, sizes, dimensions, 
etc. 


CAST IRON FOR ENAMELING 
PURPOSES 


It was stated in the preceding item on 
this subject (Technical News Bulletin 
No. 130, February, 1928) that when the 
surface layer was removed from the blis- 
tering irons which had been studied they 
no longer caused blisters in an applied 
vitreous enamel. With this fact in mind, 
further work has been done to obtain 
results which might facilitate the identi- 
fication of the major source of blisters. 

Nonblistering castings, even when ob- 
viously poorly sand blasted, remained 
nonblistering, a fact which led to the 
conclusion that this iron did not contain 
any blister-producing material at its sur- 
face. (An alternate possibility was that 
it might have contained such material, 
which was more easily removed by sand 
blasting than in the case of a blistering 
casting.) 

Samples taken from the surface and 
interior, respectively, of castings which 
blistered before, but not after, removal 
of a surface layer were examined spec- 
troscopically. No difference was ob- 
served. 

A white cast iron, not meant for enam- 
eling, was enameled under various firing 
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conditions, but always blistered severely, 
whether the surface was removed or not. 
An extended annealing or graphitizing 
treatment, which completely changed the 
character of this iron, rendered it pos- 
sible to enamel it with beautiful results 
when proper firing conditions were used. 
Any considerable variation from the op- 
timum firing treatment, however, would 
in the appearance of blisters. 
of a nonblistering iron were 
against a chill to produce 
white iron. This treatment was not con- 
ductive to any considerable amount of 
blistering in the iron tested. The same 
iron cast in molds having abnormally 
low, normal, and abnormally high mois- 
ture content retained in all cases its non- 
blistering tendencies. 


result 
Specimens 
then cast 


RATING COMMERCIAL AUTOMOBILES 


The Bureau of Standards receives nu- 
merous inquiries for its rating of par- 
ticular makes of automobile as regards 
quality of materials, workmanship, or 
performance which indicate that some 
automobile salesmen are claiming to 
have bureau test data on certain makes 
of commercial automobiles. In particu- 
lar, it has been reported recently that 
the bureau made comparative tests of 
cars or engines representing competing 
makes of moderate-priced automobile. 

It is not the policy of this bureau (1) 
to make routine tests of automobiles or 
automobile engines, (2) to undertake 
comparative tests of commercial auto- 
mobiles or automobile engines unless for 
official purposes, or (3) to make public 
test data on any commercial automobile, 
automobile engine, or automobile ac- 
cessory. 

The Bureau of Standards has used 
available automobiles as equipment for 
the investigation of such problems as 
skidding, brake performance, riding 
quality, and headlighting. It has also 
used commercial automobile engines as 
laboratory apparatus for the study of 
problems connected with motor fuels 
and motor lubricants as well as prob- 
lems of ignition and cooling. General 
tests of the performance of a particular 
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make and model of engine or motor 
vehicle are only undertaken when re- 
quired for the information of the Gov- 
ernment. 


VAPOR LOCK IN AIRPLANE FUEL 
SYSTEMS 


Experience in the altitude chamber of 
the Bureau of Standards indicates that 
occasional engine failures and more fre- 
quent erratic performance of airplane 
engines are caused by the permanent or 
temporary interruption of normal fuel 
How due to the formation of gas bubbles 
in the carburetor jet or elsewhere in the 
fuel system. This difficulty is known as 
“vapor lock” and is most likely to occur 


with fuels containing an excess of the 


more volatile constituents or of dis- 
solved gases. 

The provision in the present aviation 
gasoline specifications which says that 
the 5 per cent point on the American 
Society for Testing Materials distilla- 
tion curve shall not be lower than 50° 
{". (122° F.) was placed there as a pro- 
tection against vapor lock. It is be- 
lieved, however, that this particular limi- 
tation on the volatility of aviation gaso- 
line excludes some gasolines which are 
not likely to cause vapor lock and admits 
others which are liable to cause vapor 
lock. 

A study of aviation gasolines is now 
in progress at the bureau, with the ob- 
ject of developing means of distinguish- 
ing between fuels which are suitable for 
use in airplane engines and those which 
are unsuitable from the point of view of 
possible difficulty from vapor lock. 


EFFECT OF RELATIVE HUMIDITY 
AND TEMPERATURE UPON THE 
PHYSICAL PROPERTIES OF VUL- 
CANIZED RUBBER COMPOUNDS 


The work of the Physical Testing 
Committee, rubber division, American 
Chemical Society, carried on at the 
bureau during the last year, in which 


the effect of temperature and humidity 


upon the stress-strain relation, both sub- 
sequent and prior to vulcanization, was 
investigated, will soon be published in 


Industrial and Engineering Chemistry. 
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Several thousand tests were made cover- 
ing a range of relative humidity from 
0 to 100 per cent and a range of tem- 
perature from 5 to 45° C. These ranges 
were covered with 5 compounds and each 
compound was represented by a range of 
5 cures. 

The work is now being extended with 
three of the compounds used previously 
and an additional one which simulates a 
commercial heel compound, in a study 
of resistance to abrasion. This re- 
sistance to abrasion is being determined 
range of temperatures and 
humidities. The investigation is, only 
partially completed, but it has been 
found that a difference of 20° C. may 
cause a 25 per cent change in resistance 
to abrasion. This difference due to tem- 
perature varies both in degree and kind 
with the compound used. 

Measurements of resistance to abra- 
sion are being made in each case with 
two machines of quite different types. 
The Grasselli instrument, which works 
on the Prony brake principle, gives re- 
sults in volume abraded against an 
emery paper, per horsepower hour, while 
the United States machine records the 
volume abraded per hour by a wheel 
bound with emery cloth, with no power 
measurements taken. 


NEW PUBLICATIONS? 


over a 


Additions to Supplementary List of Pub- 
lications of the Bureau of Standards 
(beginning July 1, 1927). 


Journal of Research ’* 


Bureau of Standards Journal of Re- 
search, July, 1928, Vol. 1, No. 1. (See 
announcement in text of this issue of 
the Technical News Bulletin.) 


Scientific Papers * 


Title page and index for volume 22 of 
Scientific Papers, Nos. 547 to 572, in- 
clusive (free on application to Bureau 
of Standards). 


1Send orders for publications under this 
heading, with remittance, only to Superin- 
tendent of Documents, Government Print- 
ing Office, Washington, D. C. Subscrip- 
tions to Technical News Bulletin, 25 cents 
per year (United States, Canada, and 
Mexico), 40 cents (foreign). 
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Circulars? 


C360. United States Government master 
specification for integral waterproofing 
material (for use with Portland ce- 
ment mortar or concrete). Price, 5 
cents. 

C363. United States Government master 
specification for packing, flax. 
5 cents. 


Price, 


Simplified Practice Recommendations? 
(Elimination of Waste) 


SPR73. One-piece porcelain insulators. 


Price, 5 cents. 


Miscellaneous Publications? 


M84. Standard time conversion chart. 
(Movable disk mounted on heavy card- 
board, size 8 by 101% inches.) Price, 
10 cents. 


Technical News Bulletin? 


TNB136. Technical News Bulletin, Au- 
gust, 1928. 


OUTSIDE PUBLICATIONS? 


On the Geiger counter. L. F. Curtiss; 
Physical Review (Corning, N. Y.), 
Vol. 31, p. 1060; June, 1928. 

The Zeeman effect on the hyperfine 
structure of mercury 2537. W. A. 
MacNair; Physical Review (Corning, 
N. Y.), Vol. 31, p. 986; June, 1928. 

A projection electroscope for standard- 
izing radium preparations. L. F. 
Curtiss; Journal of the Optical Society 
of America and Review of Scientific 
Instruments (Ithaca, N. Y.), Vol. 16, 
p. 363; May, 1928. 

A new design of apparatus for the mov- 
ing-boundary method of determining 
transference numbers. Edgar Rey- 
bolds Smith; Journal, American Chem- 
ical Society (Easton, Pa.), Vol. 50, p. 
1904; July, 1928. 

Rotatory power and structure of the 
sugar group. Part 18. Alpha-methyl 
d-lyxoside triacetate. F. P. Phelps 
and C. S. Hudson; Journal, American 
Chemical Society (Easton, Pa.), Vol. 
50, p. 2049; 1928. 


2‘ Outside publications ” are not for dis- 
tribution or sale by the Government. Re- 
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